Ni&W 

GLOBAL VENDING 



RECOMMENDED FIELD TECHNICIAN STOCK 

ZENITH 



r AK 1 IN U iVlBr^K 




STOCK 
LEVEL 


090421 


Gasket 


10 


091737 


Circlip DIN 6799 


2 


092140 


Gasket 'O'-ring 


4 


092439 


Micro-switch type 'Ciierry' 


1 


092717 


Fixing collar lOmm diameter 


2 


093167 


Silicone gasket OR4118 


6 


093308 


Micro-switcli series RLL/D 


1 


094386 


Hose Vipla 6x9nini 


1 


094872 


Boiler temperature probe 


1 


095624 


Gasket 'O'-ring 119 EP851 


1 


095636 


Fuse 15A 


10 


095791 


Valve busli 


1 


095829 


Gasket 'O'-ring 


1 


096355 


Micro-switcli 


2 


097097 


FuseT2A 5x20 


10 


097472 


3-way valve nucleus 


1 


097796 


Switcli 


1 


097898 


Uni-polar button 


2 


097917 


Bush seal 


2 


097953 


Pointed nozzle 


2 


098170 


Fuse 


10 


098687 


Coffee filter 


2 


098707 


Volumetric counter 


1 


098815 


Thermic protection 


1 


098818 


Stopping ring D.4 


6 


099064 


Adjusting screw gasket 


10 


099065 


Membrane gasket 


8 


099847 


Gasket 


2 


099880 


Gasket 


6 


099918 


Gasket for feeler 




099957 


Bearing 




0V0157 


Feeler 




0V1097 


OR gasket 


10 


0V1126 


Air break float 




0V1141 


Micro-switch 




0V1318 


125°C. thermostat 




0V1359 


Coffee dispensing spout 




0V1364 


105"C. thermostat 




0V1928 


Micro-switch 'UL' 




0V1931 


Micro-switch 'UL' 




0V1963 


Stainless steel screw M3xl0 


5 




Ni&W 

GLOBAL VENDING 



RECOMMENDED FIELD TECHNICIAN STOCK 

ZENITH 



PART NUMBER 


DESCRIPTION 


STOCK 
LEVEL 


0V2055 


Boiler lid seal 




0V2058 


Bracket for water connection 




0V2129 


82"C thermostat 




0V2131 


Burgess micro-switch 




0V2143 


Boiler control board 




0V2154 


Inlet valve 




0V2158 


Pump pipe + C206/coffee boiler 




0V3589 


Instant boiler valve 






